To:  eoc_water@epa.com[eoc_water@epa.com] 

From:  Microsoft  Outlook 

Sent:  Sat  8/15/2015  12:27:26  PM 

Subject:  Undeliverable:  Fwd:  KUNM  Radio  Request  for  EPA  rep  on  live  Cali  In  Show  Thursday  Aug  13 

between  8a-9aMT 

Fwd:  KUNM  Radio  Request  for  EPA  rep  on  live  Call  In  Show  Thursday  Aug  13  between  8a-9aMT 

Delivery  has  failed  to  these  recipients  or  groups: 

eoc  water@eDa.com  (eoc  waterPepa-coml 

The  server  has  tried  to  deliver  this  message,  without  success,  and  has  stopped  trying. 
The  recipient  mail  server  may  be  temporarily  offline  or  temporarily  unable  to  accept 
messages.  Please  try  sending  this  message  again.  For  more  tips  to  resolve  this  issue 
see  DSN  code  4.4.7  in  Exchange  Online.  If  the  problem  continues  contact  your  help 
desk. 


Diagnostic  information  for  administrators: 

Generating  server:  BL2PR09MB115.namprd09.prod.outlook.com 
Receiving  server:  na01-internal.map.protection.outtook.com  (10.58.144.27) 

eoc water@epa.com 

8/15/2015  12:27:26  PM  - Remote  Server  at  na01-internal.map.protection.outlook.com  (10.58.144.27) 
returned  '550  4.4.7  QUEUE. Expired;  message  expired' 

8/15/2015  12:17:24  PM  - Remote  Server  at  na01-internal.map.protection.outlook.com  (10.58.144.27) 
returned  '441  4.4.1  Error  encountered  while  communicating  with  primary  target  IP  address:  "Failed  to 
connect.  Winsock  error  code:  10061,  Win32  error  code:  10061."  Attempted  failover  to  alternate  host,  but 
that  did  not  succeed.  Either  there  are  no  alternate  hosts,  or  delivery  failed  to  all  alternate  hosts.  The  last 
endpoint  attempted  was  184.168.221.104:1102' 

Original  message  headers: 

Ret eived:  from  SNlPR09MB0717.namprd09.prod.outlook.com  (10.162.2.155)  by 
UL2  F-'kO  9MB1 15  . namprdO  9 .prod,  outlook . com  (10.255.231.24)  with  Micro.soft  SMTP 
Sor\^or  (TLS)  id  15.1.231.21;  Thu,  13  Aug  2015  12:25:47  +0000 
Recv'i'yed:  from  SNlPR0  9MB0717.namprd0  9.prod.outlook.com  ([10.162.2.155])  by 
Sl\' ! PRO 9MB07 17  . namprdO 9 .prod,  outlook . com  ([10.162.2.155])  with  mapi  id 
15.01.0231.021;  Thu,  13  Aug  2015  12:25:47  +0000 
From:  "Colaizzi,  Jennifer  C."  <Colaizzi . Jennifer@epa . gov> 

To:  "eoc  water@epa.com"  <eoc  water @epa . com>,  EOC  Environmental  Unit 

<EOC  Environmental  Unit@epa . gov> 

Subj ect : Fwd:  KUNM  Radio  Request  for  EPA  rep  on  live  Call  In  Show  Thursday  Aug 

1 3 b e t w e e n 8 a - 9 aMT 

Thread Topic : KUNM  Radio  Request  for  EPA  rep  on  live  Call  In  Show  Thursday  Aug 
13  between  8a~9aMT 

Thread Index:  AQHQlSxKD3el/lzkD0qrVLpxgeNP4Z4ItLSVgAAHHzuAASAxeA== 

Date:  Thu,  13  Aug  2015  12:25:46  +0000 

Message ID:  <904B63D0-73DE-4433-97AD-346450DB91E7@epa . gov> 
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ices  : 


Re  1: 

_ 9bk+D8  9 7wDO=fLkcC8sWoahgpVwS6v2dwXfWMn8X2sHQ0mail . gmail . com> , RCYIPRO  9MI30  7 0 9 4A8AED0 

i 9A B8AF-A27F2EB2 lCB60epa . gov> 

n 'Y  To:  <D975F9O8-7O24-469A-B8AF-A27F2EB21CB60epa . gov> 

■Lianguage:  en-US 
' J o n t & r 1 1 - L anguage:  en-US 
us  Attach : 
lEF-Correlator : 

authentication-results : spf=none  (sender  IP  is  ) 

rm  r p . rnailf  roin=Colaizzi  . Jennif  er0epa  . gov; 

X or  I ginating-ip:  [70.192.213.21] 

X Til  cr osof t-exchange-diagnostics  : 

1 ; BT.?  PRO  9MB115 ; 5 : sMDKluksyvGQ8IBGLe7FJQ8dIR08h5uVvZSyWdTQe j Z aPmwSWS 1 yuFqoqV8  TWBEXCxXB  z 1 JW3 

X rn  I crosoft-antispam:  UriScan : ; BCL : 0 ; PCL : 0 ; RULEID : ; SRVR:BL2PR0  9MB115; 

X m I CT osof t-antispam-prvs : 

3BTi2F-RO9MB115848AOAOFOBB6A934116EE67DO0BL2PRO9MB115  .namprd0  9.prod.  outlook.  com,> 

X excharige-antispam-report-test : UriScan:  ; 

X exchcuige-antispam-report-cf a-test : 

BCL: 0; PCL: 0;RDLEID:  (601004)  (5005006)  (3002001) ; SRVR: BL2PR0 9MB115 ; BCL : 0 ; PCL : 0 ; RULEID : ;SRVR:B 

X f o r e f r o n t - p r V s : 0 6 6 7 2 8 9 F F 8 

X f o r:  e f r o n t - a n t i s p am  - r e p o r t : 

SFV:NSPM;SFS:  (10019020)  (22974007)  (43544003)  (51414003)  (60444003)  (24454002)  (199003)  (17703002 
received-spf : None  (protection.outlook.com:  epa.gov  does  not  designate 
};)er:iri,itted  sender  hosts) 

Content-Type : multipart/ alternative; 

boundary="_000_904B63D073DE443397AD346450DB91E7epagov_” 

MIME-Version:  1.0 

X-MS-Exchange-CrossTenant-originalarrivaltime : 13  Aug  2015  12:25:46.9667 

(UTC) 

X-MS-Exchange-CrossTenant-f romentityheader : Hosted 

X -MS -Exchange -CrossTenant- id:  88b378b3-6748-4867-acf 9-7  6aacbeca6a7 
X-MS -Exchange -Transport-Cr os sTenantHeaders Stamped:  BL2PR0 9MB115 
X-OriginatorOrg : epa.gov 
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